NATIONAL  SHRINE  OF 
OUR  LADY  OF  VICTORY  BASILICA 
LACKAWANNA  18,  NEW  YORK 

"Built  of  white  marble,  in  Renaissance  style,  at  a 
cost  of  over  $3,800,000,  the  Basilica  was  consecrated 
in  May  1926.  It  can  be  reached  from  Routes  5  or 
20  and  is  only  a  20  minute  ride  from  Downtown 
Buffalo. 

Yearly,  over  a  quarter  of  a  million  tourists  visit 
this  World   Famous   Shrine."  F.V.E. 
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